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PORTER-CABLE CMB15 150 PSI 1.5 GALLON Oil-Free Fully 
Shrouded Compressor Review 

The PORTER-CABLE CMB15 150 PSI 1.5 GALLON Oil-Free Fully Shrouded Compressor is 

an efficient appliance that aims at high performance for tools. 

It is powerful in operation, convenient to have around the home and at work and reliable for a 
variety of tasks. For drivers covering long distances, it is handy and ensures the vehicle remains in 
top shape. 

This compressor is well equipped to cover inflation needs for the stability of tires used for different 
vehicles especially when the terrains are rough. It can also be useful in filling gas cylinders and 




jackhammers. 

This compressor functions smoothly with its 1.5 gallon tank which stores more air for several tasks 
and extended use. With a maximum tank pressure of 150 PSI this functionality is enhanced making 
this air compressor modern and powerful. 

It broadens the versatility of tools and ensures tasks run efficiently. It can go beyond small jobs and cover even the more 
intensive industrial jobs. More details 
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Compressor Power 

With a tank handling 150 PSI maximum pressure, the PORTER-CABLE CMB15 150 PSI 2.5 GALLON Oil-Free Fully Shrouded 
Compressor is capable of carrying on tasks for longer periods of time as there is enough pressure provided. Moreover, with a 
2.0 SCFM at 90 PSI the compressor allows for a short recovery period while at the same time keeping up with high standards of 
work. 



The 1.5 gallon tank offers competitive operational performance as compared to many compressors. 

It stands on rubber feet which increase stability during use, transport as well as storage. The tank is equipped with drain valves 
that are useful in draining compressed air which usually holds moisture. More details... 

Oil-Free Pump 

Maintenance duties associated with lubrication of air compressors are marked with messes, labor and tools which means exces 
costs that can be avoided. The oil-free pump is highly convenient and economical. It shows an extended period of durability 
without deteriorating in integrity. 



With a low Amp motor of only 120 Volts, the CMB15 compressor is able to start easily even when connected on an extension 
cord. It also experiences no start up problems that are associated with cold weather. The technology that allows use of 
electricity as opposed to gasoline has ensured that compressors become more powerful. (Compare with PORTER-CABLE 
PCFP02003) 



Reduced Noise 

Noisy air compressors are a nuisance to both the user and people around him. The PORTER-CABLE CMB15 150 PSI 1.5 GALLOf 
Oil-Free Fully Shrouded Compressor operates at a low noise level, as tested according to IS03744 of 79 dBA. This is an 
acceptable level that provides a healthy environment for operation. More details 



Portability 

The CMB15 compressor is a light appliance. At only twenty pounds, it can be moved from place to place without causing 
unnecessary strain. It makes it convenient for commercial users whose work requires them to visit different location. Its size is 
also quite manageable and improves the maneuverability of it. This is especially great for working in smaller rooms. 
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Pros of the CMB15 compressor 

■ Highly Versatile for many tasks related to powering of tools, inflation and even cleaning. 

■ The oil-free pump promises durability. This coupled with a strong aluminum body and a fully shrouded tank makes the 
appliance strong and capable of prolonged survival. 

■ Safety has been enhanced by enclosing the components fully. Moving parts and hot features no longer pose a danger for 
users. 

■ It is highly portable equipment in both size and weight. 



■ It is economical in purchasing even with all the great features and highly convenient by the low degree of maintenance 
required. 

■ It comes with a handy accessory kit with eight pieces to enhance inflation including a 25 feet hose. 

■ More pros... 



A warranty of one year is offered for the compressor components on purchase. 



Customer Reviews 
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The PORTER-CABLE CMB15 150 PSI 1.5 GALLON Oil-Free Fully Shrouded Compressor review data 
reveals that the product comes highly recommended by the users. It is especially commended for its 
wide variety of tasks that can be performed. The direct access to the appliance can be found at 
Amazon.com 

Cons of the CMB15 compressor 

- The warranty does not cover the coil hose or the accessory components. However, these are readil 
available for purchase in stores. 



Conclusion 



The PORTER-CABLE CMB15 150 PSI 1.5 GALLON Oil-Free Fully Shrouded Compressor is not only great for powering 
nails guns but will perform a versatile number of tasks. It has everything needed for inflation of tires, rafts, sports balls and evei 
rubber pools. 
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Compact, lightweight, great quality, we keep it in the 'basement ' of our fifth wheel. I only need to air 
my tires up to BO psi and this works perfectly for that. Read more 
Pl birched 1 month ago by Bear 
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